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Message Text 


PAGE 01 NATO 00396 242222Z 
ACTION EUR- 12 

INFO OCT-01 ISO-00 CIAE-00 PM-04 INR-07 L-03 ACDA-10 
NSAE-00 PA-02 SS-15 PRS-01 SP-02 USIA-15 TRSE-00 
SAJ-01 /073W 

250230Z 028356 /64 

R241930ZIAN 77 
EM USMISSION NATO 
TO SECSTATE WASHDC 1317 
SECDEE WASHDC 

UNCLAS USNATO 0396 

E.O. 11652: N/A 
TAGS:MARR NATO 

SUBJECT: APPROVAL OP CENTRAL EUROPE PIPELINE SYSTEM ANNUAL REPORT 
FOR 1975 

REFS: A. PO/77/6, 21 JAN 77; 

B. AC/120-D/957, 7 JUL 76 

1. SYG HAS PUBLISHED REP A TRANSMITTING TO NAC THE ANNUAL 
REPORT OF THE CENTRAL EUROPE PIPELINE SYSTEM FOR 1975. 

SYG SUGGESTS ILENCE PROCEDURE NOTATION IF NO COMMENTS HAVE 
BEEN RECEIVED BY 5 FEB 77. 

2. REPORT SUMMARIZES 1975 ACTIVITES OF THE CENTRAL EUROPE 
PIPELINE SYSTEM AND PROVIDES A BRIEF FORECAST FOR 1976. 

THE ANNUAL REPORT OF CENTRAL EUROPE OPERATING AGENCY (CEOA) 

FOR 1975 WAS FORWARDED TO THE CENTRAL EUROPE PIPELINE POLICY 
COMMITTEE (CEPPC) BY REF B AND APPROVED BY CEPPC IN OCTOBER 
1976. MISSION INTENDS TO NOTE REPORT WITHOUT COMMENTS. 
STRAUSZ-HUPE' 

UNCLASSIFIED 
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